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SUBIECs QDP Report for Week Ending 26 Auqust 1351 | | 


ia 


MAINS (Managenent Information System. for 
Field Stations). All GIM@II files pertaining to nessage circuit 
efficiency became operational on 18 Auguat 1991, "sta originates 
from MAN (Message Automatic Exchange) and ARS (Automated felay 


Syatem) log tapes. Fhase II of the project was concluded, over 
966 work-hours were expended in this effort-| | 


Suppert to Office of Communications 


sare 


Federal Information Processing Standards (?TPS 


A new proposed Federal Inforwation Processing Standard (PIPS) 
was received and distributed to components for review. HRS 
requested comments on the proposal which is a joint PIPS and 
Federal Standaré (PED STD) defining the procedures to be used at 
the interface between data terminal equipment and ‘ata cireuit~ 


termination equipment for_on on with packet-switched data 
communications networks. 


/s/ Bruce T. cohnson 
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